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NOTE: 
1. REF. AGUSTA T/N: 3G6305G00931. 
2. PART OF KIT: RBW6305G01132-3G. 
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-1 
1 
SUPPORT 
6061 
2 


B/O 
-3 
3 
STUD 
STEEL 
1/4-28 UNF X 1-1/2 (MCMASTER-CARR #95475A105) 
1 


B/O 
-5 
6 
WASHER 
ALUMINUM 
1/4 (MCMASTER-CARR #93286A044) 
1 


B/O 
-7 
3 
HEX NUT 
STEEL 
1/4-28 UNF (MCMASTER-CARR #94191A150) 
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This drawing, specifications, and concepts contained here in are the sole property of 
Dart Aerospace, and may not be reproduced or used in any fashion without the 
prior written permission of Dart Aerospace Eugene, OR. 
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-1 


SUPPORT 


3X 2.362 
EQUALLY SPACED 


5.000 


3.345 


3X 1/4-28 UNF - 1B THRU 


.26 X 90°, 
BOTH SIDES 
EQUALLY SPACED 


4.331 
B.C. 


3.830 


A 


A 


3X R.12 


.318 


R.06 


3X .03 X 45° 


1.060 


.200 


.790 


R.25 


SECTION A-A 


ENGRAVE T/N, S/N, 
"MADE IN USA" 


3.385 


2.168 


3.855 


1.380 
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